0199 -ect-ooe- 1 oni uruNi woe o 



CASH ONLY IF ALL CheckLock™ SECURITY FEATURES LISTED ON BACK INDICATE NO TAMPERING OR COPYING 


Democratic Party of Virginia 

919 East Main Street, Suite 2050 
Richmond, VA 23218 


Amalgamated Bank 
FEDERAL ACCOUNT 

1 - 337/260 


04/27/2016 


PAY TO THE Quench 

ORDER OF uuencn_ 


*219.22 


Two hundred nineteen and 22/100 


**************************************** ***** ********* ********** * *********** ************ 


DOLLARS 


\ Protected Aga^st Fraud t 


Quench 

PO Box 781393 
Philadelphia, PA 19178 


MEMO 


Democratic Party of Virginia 


4799 


04/27/2016 Quench 

Date Type Reference Original Amount Balance Due 

04/25/2016 Bill 219.22 219.22 

Check Amount 


Payment 

219.22 

219.22 


DPVA Federal Accou 219.22 

Democratic Party of Virginia 4799 


04/27/2016 Quench 



109^/109^ R774AR /i n/m\ 102531 Rev2/14 


V2DEMS 

EXPENSE AUTHORIZATION 

EXPENSE INFORMATION: 

Requested Bv: Bnttne Total Amount: $ 219 - 22 

Date: 4/25/2016 Purpose: ^ 


VENDOR / PAYEE INFORMATION: 

Name: Quench 



Address: po 60X 781393 



Pit Philadelphia 

State: PA 

Zip: 19178 





AUTHORIZATION: 


Bank: "[p^DERAL □ STATE 
Chief Operating Officer: 


Budget Line: 


Executive Director: 



Chairwoman: 


Expenditures must be authorized before the can funds can be committed. 


ATTACH ALL RECEIPTS 


All requests must be submitted with full documentation within 30 days 
to the Operations Department. 


r c 


quench 


Contract Invoicing 


PO Box 781393 

Account Number: 

D080162 

Philadelphia, PA 19178-1393 

Invoice Number: 

200454171 


Invoice Date: 

05/01/2016 
Page 1 of 1 

Bill To: VA Democrats 

Attn: Joe Cutright 

Customer Service: 

1 (888) 765-7873 


919 E Main St 
Suite 2050 

Richmond, VA 23219 
USA 


Billing Inquiries: 
Equipment Service: 
EIN: 


billing@quenchonline.com 

quenchservice@quenchonline.com 

26-3264642 


Account 

Terms 


Due Date 

PO 

Contact 

Sales Person 

D080162 

Net 10 


05/11/2016 

N/A 

Joe Cutright 

N/A 

Qty Equipment 


Contract Line 

Description 




1 720-UV-HC N 000098863 1 720 UV Hot & Cold (Quench 720) 

720 UV Hot & Cold (Quench 720) 

Installed at: VA Democrats - Richmond, VA, 919 E Main St, Suite 2050, Richmond, VA 23219 


location 

Unspecified 


Billing Period 

03/30/16 

- 03/31/16 

1.19 



Sales Tax: 

0.06 

Contract Surcharge: Installation Fee 



99.00 



Sales Tax: 

5.25 

Billing Period 

04/01/16 

- 06/30/16 

108.00 



Sales Tax: 

5.72 



Invoice Sale Amount: 

208.19 



Total Sales Tax: 

11.03 



Invoice Total: 

219.22 


Our records indicate this invoice is scheduled to be paid electronically 


Quench USA Inc. 


Page 1 of 1 


